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SPECIFICATION FOR MBTHYL PARATHION, 
TECHNICAL CONCENTRATE 

0. FOREWORD 

0.1 This Indian Standard was adopted by Indian Standards Institution 
on 25 August 1980, after the draft finalized by the Pest Control Sectional 
Committee had been approved by the Agricultural and Food Products 
Division Council and the Chemical Division Council. 

0.2 Methyl parathion, technical concentrate is used in the preparation of 
formulations required for the control of agricultural insect pests. 

0.3 Technical concentrate of methyl parathion is prepared from methyl 
parathion, technical ( st$ IS : 2570.1980* ) after dilution with suitable 
solvents like xylene. 

0.4 In the preparation of this standard due consideration has been given 
to the provisions of the Insecticides Act, 1968 and the Rules framed 
thereunder. However, this standard is subject to the restrictions imposed 
under these, wherever applicable. 

0.5 For the purpose of deciding whether a particular requirement of 
this standard is complied with, the final value, observed or calculated, 
expressing the result of a test or analysis, shall be rounded off in 
accordance with IS : 2-1960t. The number of significant places retained 
in the rounded off value should be the same as that of the specified 
value in this standard. 



1. SCOPE 

1*1 This standard prescribes the requirements and the methods of sampling 
and test for methyl parathion, technical concentrate. 

'Specification for methyl parathion, technical ( first rtrisum). 
fRulet for rounding off numerical values ( mu$4 ), 
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2. REQUIREMENTS 

2.1 Description — The material shall be in the form of a clear liquid 
free from extraneous matter and added modifying agents. 

2.2 Methyl parathion, technical employed in the manufacture of this 
product shall conform to IS : 2570-1980*. 

2*3 The material shall also comply with the requirements specified in 
Table 1. 

TABLE 1 REQUIREMENTS FOR METHYL PARATHION, TECHNICAL 

CONCENTRATE 



St 
No. 



0) 



Characteristic 



(2) 



i) 00 dimethyl 0-( l-nitrophenyl ) 
phosphorothioate ( methyl 
arathion ) content, percent 



8? 



mass, Min 



ii) Moisture content, percent by 
mass, Max 

iii) | Material insoluble in acetone, 
1 percent by mass, Max 

iv) Acidity (as H,SO # ), percent 
by mass, Max 

v)l Relative density at 27727 # C f 
5 Min 
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♦Specification for methyl parathion, technical ( first revision ). 
fMcthods of tests for pesticides and their formulations. 



3. PACKING AND MARKING 

3.1 Packing — The material shall be packed according to the require- 
ments given in IS : 8190 ( Part II )-1980t. 

•Specification for methyl parathion, technical (first revision ) # 

tRequirements for packing of pesticides; Part II Liquid pesticides ( first revision ). 
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3.2 Marking — The containers shall bear legibly and indelibly the 
following information in addition to any other information as required 
under the Insecticides Act and Rules: 

a) Name of the material; 

b) Name of the manufacturer; 

c) Date of manufacture; 

d) Batch number; 

e) Net volume of contents; 

f) Methyl parathion content, percent ( mjm ); and 

g) The minimum cautionary notice as worded in the Insecticides Act 
and Rules. 

3.2.1 In addition to the above, the containers shall also be marked with 
the symbol for 'Danger of Poisoning' as specified in IS : 1260 (Part I)- 
1973*. 

3.2.2 The containers may also be marked with the ISI Certification 
Mark. 

None — The use of the ISI Certification Markis governed by the provisions of the 
Indian Standards Institution ( Certification Marks ) Act and the Rules and Regu- 
lations made thereunder. The ISI Mark on products covered by an Indian Standard 
conveys the assurance that they have been produced to comply with the requirements 
of that standard under a well-defined system of inspection, testing and quality 
control which is devised and supervised by ISI and operated by the producer. ISI 
marked products are also continuously checked by ISI for conformity to that standard 
as a further safeguard. Details of conditions under which a licence for the use of 
the ISI Certification Mark may be granted to manufacturers or processors, may be 
obtained from the Indian Standards Institution. 

4. SAMPLING 

4,1 Representative samples of the material shall be drawn as prescribed 
in ' Indian Standard Methods for sampling of pesticides and their formula- 
tions 4 ( under preparation ). 

Nora — Till such time the standard under preparation is published the sample! 
shall be drawn as agreed to between the concerned parties. 



♦Pictorial marking for handling and labelling of goods: Part I Dangerous goods 
( first revision ). 
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5. TESTS 

5.1 Tests shall be carried out by the methods referred to in col 4 and 5 of 
Table 1. 

5*2 Quality of Reagents — Unless specified otherwise, pure chemicals 
and distilled water ( see IS : 1070-1977* ) shall be employed in tests. 

Nora — 'Pure chemicals' shall mean chemicals that do not contain impurities 
which affect the results of analysis. 



•Specification for water for general laboratory use ( uteni tetUlm )* 
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AMENDMENT NO. 1 SEPTEMBER 1989 

TO 

IS : 9372 - 1980 SPECIFICATION FOR METHYL 
PARATHION, TECHNICAL CONCENTRATE 



[ Page 4, Table I, SI No. ( v ), col 3] — Substitute M-230-1-240* far 

•1-240'. 

(Page 4, Table 1, col 5, col heading )- Substitute 'IS : 6940-l982r 
for *1S: 6940-1973!*. 

( Page 4, Table 1, foot-notes) — Substitute '!Muhods of tests for 
pesticides and their formulations (first revision )' for '^Methods of lests for 
pesticides and their formulations'. 

( Page 4, clause 3.1, second line ) — Substitute 'IS : 8190 ( Part 2 )- 
1988f./i>r 'IS : 8190 ( Part II )-1980f. 

( Page 4, clause 3.1, foot notes ) — Substitute 'i Requirements for packing 
of pesticides: Part 2 Liquid pesticides ( second revision )' for ^Requirements for 
packing of pesticides: Part II Liquid pesticides (first revision )'. 

( Page 5, clause 4.1 ) — Substitute the following for the existing clause: 

'Representative samples of the material shall be drawn as prescribed in 
IS : 10964-1984!.* 

( Page 5, foot-note ) — Insert the following foot-note at the end : 
'!Methods for sampling of technical grade pesticides.' 



( AFCDC 6 ) 



Printed at Printwell Printers, Delhi, India 



AMENDMENT NO. 2 OCTOBER 1997 

TO 

IS 9372 : 1980 SPECIFICATION FOR METHYL 

PARATHION, TECHNICAL CONCENTRATE 

I Page 4, Table 1, SI No. (v), col 2 ( see also Amendment No. 1 ) J — Delete 
the word 'Min. 

[ Page 5, clause 4.1 (see also Amendment No. 1 ) ] — Substitute 'IS 10946 : 
19%f for MS 10946 - 1984f. 

(Amendment No.l, foot-note marked 'f ) — Insert '(first revision )' at the 
end of text. 

( Page 6, clause 5.2 ) — Substitute '( see IS 1070 :1992* )' for '( see 
IS : 1070 - 1977* )'. 

( Page 6, foot-note marked ' * ' ) — Substitute 'Reagent grade water ( third revision)* 

for the existing title. 
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